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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 173978 

16 

ORIGIN COME-00 

INFO OCT-OI EUR-I2 ISO-00 EB-07 OES-05 /025 R 

DRAFTED BY COM/OIM/SED/RTURNER,CMM/GP 
APPROVED BY EB/OCA/CM/BEBYRON 
COM/OIM/SED/WOSUGG,ACTG RMD 
COM/SAD/JEMURRIN 
EUR/IB/EROWELL (INFO) 

EUR/RPE/RBRESSLER (INFO) 

044251 

R 232245Z JUL 75 
FM SECSTATE WASHDC 
TO AMEMBASSY MADRID 
INFO AMCONSUL BARCELONA 
AMCONSUL BILBAO 

UNCLAS STATE 173978 

E.O. 1I652N/A 
TAGS: BEXP SP 

SUBJECT: PROPOSED TECHNICAL SALES SEMINAR ON ENERGY 
SYSTEMS, DURING EY 76 

REE: FY 76 COUNTRY COMMERCIAL PROGRAM 

1 . EUNDS EXPECTED BE MADE AVAILABLE FOR TECHNICAL SALES 
SEMINAR (TSS) TO SPAIN IN FY 76. USDOC WOULD APPRECIATE 
POST'S SUGGESTIONS/COMMENTS CONCERNING FEASIBILITY 
CONDUCTING TSS ON "ENERGY SYSTEMS DURING APRIL/MAY PERIOD 
OF FY 76. 

2. SPAIN'S FY 76 CCP INCLUDES CAMPAIGN ON "MAJOR PROJECTS" 
ENCOMPASSING POWER/ENERGY DEVELOPMENT AND THEREEORE 
INVOLVING U.S. SUPPLIERS OE PRODUCT, ENGINEERING AND 
SERVICE WHERE POWER GENERATION AND ELECTRICAL INDUSTRIAL 
EQUIPMENT CONCERNED. 

3. PROVIDED POST CONCURS IN POREGOING PROPOSAL, IT SHOULD 
SUGGEST APPROPRIATE TSS STOP(S) IN ITS COUNTRY. KISSINGER 
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